GAS ANALYSIS
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slowly drawing the gas through. Now pour Home
water through m into the bull) d until // in full
Close the rubber tube I with a pinrltttork, innert
into it a thin glass tube at least om* meter long,
and fasten a funnel to the upper end of the latter
by means of a piece of rubber tubing.
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Upon pouring the reagent into the funrtol,
pressure given to it by the long tube cmablox it if*
quickly pass through the capillary tube k into tltn
bulb or cylinder a. Thin can be atill further
hastened by gentle suction at m.

After about 100 cent, of the              have

introduced, the bulb d Is nearly fillet! with
and the gas remaining in a is driven out through

